Fredd Campus Branch Library 
REVISED VIEW 
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Double-faced shelving; all other is single-faced 
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Current computers = 9 
+ 2email only (maxed out) 



Current lounge = 4 seats 



Current shelving = 2640 book capacity 
Renovation = 3720 book capacity (1080 increase) 



Reduced storage for equipment; no 
viewing facilities 



Current seating = 3 tables (12 seats) 

Renovation = 3 tables (12 seats) -Maybe 1 
more table can be added (total 16 seats) 



DATA goes to panel beneath windows, behind Circ Desk, in 
office, Student Stuff 



